


GROTE LIGHTED 
BATHROOM CABINETS 





TUBULAR LIGHTED BATHROOM 
CABINETS 


Our modern method of bathroom cabinet 
lighting is very effective. Sufficient il- 
lumination is provided for the entire 
bathroom. This effects a substantial sav- 
ing in installation costs since no other 
outlets are necessary in the average size 
bathroom. 


Constant testing and research by Grote 
engineers in conjunction with lighting 
specialists enables us to supply the pub- 
lic with the most modern and beautiful 
lighting fixtures as they become avail- 
able. 





All Grote lighted cabinets are wired at 
the factory and are electrically equipped TUBULAR LIGHTED CABINETS 
to conform to the Underwriters’ Labora- 

tories standards. 


The control switch is located at the bot- 
tom left-hand bracket. There is also a 
convenience outlet in the base of the 
right-hand bracket for plugging in elec- 
trical appliances such as electric razors, 
vibrators, etc. 





@ TUBULAR FIXTURES USES T8 


DEMI TUBULAR USES T10 
(BOTH CLEAR 40 WATT MAZDA BULBS) 


© 

@ MC=—MIRROR CLIPS ON MIRROR 

@ SF—STAINLESS FRAME ON MIRROR 

@ LMC=LIGHTED MIRROR CLIP CABINET 

@ LSF—LIGHTED STAINLESS FRAME CABINET 





DEMI-TUBULAR LIGHTED CABINETS | 
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THE GROTE “L-100” SERIES 























MODEL LMC 188 


This beautiful. cabinet incorporates all the 
Grote quality construction in a size very 
popular for the most elaborate dwelling. The 
venetian mirror is firmly held to the door 
with polished stainless steel mirror clips. 


The lustrous chromium-plated light fixtures 
on these cabinets are equipped with conve- 
nience outlet and control switch and are 
fitted with attractive long glass shades. 


LMC 188 


MODEL LSF 186 


This model with the bright stainless steel 
frame around the mirror presents the ulti- 
mate in good taste. The clean simplicity of 
design permits this cabinet to blend perfectly 
with all bathrooms. 



















LSF 186 
Model Number Rough Opening 
LMC —- 188 18” x 28” Plate Glass Venetian Arch Top 16” x 2134” x 3%” 
LMC — 186 18” x 26” Plate Glass 16” x 21347 x 354" 
LSF —- 188 18” x 28” Plate Glass Framed Arch Top 16” x 2134” x 35%” 





LSF - 186 18” x 26” Plate Glass Framed Rectangular 16” x 2134” x 3%” 





Grote THE GROTE “L-100” SERIES 

















MODEL LMC 174 


The cabinet that has long been a standard 
size. Same Grote quality construction 
throughout. The popular venetian arched 
top mirror will enhance the beauty of any 
fine bathroom. 


See page 14 for details on specifications. 





LMC 174 


MODEL LSF 172 


An outstanding cabinet for better built 
homes. The straight line design and quality 
construction with efficient, graceful lighting — 
will complement any bathroom. 


All Grote lighted cabinets have the 
convenience outlet and control switch. 


LSF 172 


LMC -— 174 16” x 24” Plate Glass Venetian Arch Top 135%” x 20%” x 314” 


































LMC — 172 16” x 22” Plate Glass Venetian Rectangular 1354” x 201%” x34” 
LSF — 174 16” x 24” Plate Glass Framed Arch Top 1354” x 20%” x 314” 




















LSF 16” x 22” Plate Glass 








172 Framed Rectangular 1354” x 204%” x 34” 











THE GROTE “L-200, L-300” SERIES 


















MODEL LSF 264 


The ever popular 16 x 24 stainless framed 
plate glass mirror on the famous Grote one- 
piece seamless drawn body, embodies all the 
quality features and accessories in the Grote 
cabinet line. A regular lighted cabinet 
standby that offers the top in cabinet value 
today. 


All Grote lighted cabinets have the 
convenience outlet and control switch. 









LSF 264 





MODEL LSF 362-P 


For those low priced homes desirous of 
installing the best in lower priced bathroom 
equipment, this cabinet will lead the field. 
Sturdy construction, all the latest refine- 
ments and at a price within the limits of any 
budget. An item designed to build up your 
bathroom cabinet sales, because of its true 
beauty and outstanding value. 


See page 14 for details on specifications. 






LSF 362-P 


ae 
167 x34” Plate Glass Framed Arch Top 
167 x22” Plate Glass 

LSF — 362-P 16” x 22” Plate Glass 14” x 1834” x 314” 

















rots THE GROTE “L-400” SERIES 














MODEL LSF 440-P e 


For those dwellings with limited wall 
space, this Grote model answers 
every need for utility and economy. 
The same construction, accessories 
and refinements, but designed to 
meet the specific needs of compact 
bathrooms. 


See page 14 for details on specifications. 
All Grote lighted cabinets have the con- 
venience outlet and control switch. 





LSF 440-P 





The 440 Model will not be ) 4 
made in M.C. (mirror. clip style) or in | 


any other mirror shape except 14’x 20” 


rectangular. 














LSF —- 440 14” x 20” Window Glass Framed Rectangular 124%” x 174%” x 34%” 
LSF - 440-P 14” x 20” Plate Glass Framed Rectangular 124%” x17%" x3" 
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GROTE BATHROOM CABINETS 
ARE QUALITY MADE THROUGHOUT 








@ This huge hy- 
draulic press is used 
to produce Grote 
seamless, one-piece 
cabinet bodies. 




















@ Before the finish is applied to the metal, the fabri- 
cated parts are processed in this washing and rust- 
proofing equipment. 





Produced by 
MASTER CRAFTSMEN 


Grote stakes its 46-year-old reputation on the 
outstanding quality of the bathroom cabinets 
illustrated and described in this catalogue. 
Styled by forward-looking designers, fabricated 
by master craftsmen, these cabinets are un- 
questionably superior, price for price, to any 
others on the market. 


For nearly half a century, ever since 1901, 


The Grote Manufacturing Company has been 
engaged in the production of high quality metal 
specialties. 


With this background, plus the services of men 
who have had long experience in designing and 
producing fine bathroom cabinets, Grote now 
enters the field with quality lines that set entire- 
ly new standards in beauty, construction, and 
convenience features. Without doubt, the values 
offered will immediately establish Grote Cabi- 
nets as leaders in national competition. 
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& After the finish is applied to the metal bodies, they are con- 
veyed through this especially designed, high temperature oven. 





THE GROTE “100” (unlighted) SERIES 






















MODEL MC 188 


The beauty of its design makes this deluxe 
venetian plate glass mirrored cabinet a wel- 
come addition to any modern bathroom. 
Quality construction throughout, clean 
sparkling baked-on white enamel finish and 
all the Grote refinements and accessories 
make this cabinet an outstanding value! 


See page 14 for details on specifications. 





MODEL SF 186 


This model, using the popular rectangular 
stainless steel frame, offers the best in sim- 
plicity of design. Grote quality and Grote 
economy is reflected in this popular deluxe 
cabinet. 


SF 186 


” x 28” Plate Glass 16x21 xs eG 
et x 26” Plate Glass Venetian Rectangular 16" x’217 x 3°" 
18” x 28” Plate Glass Framed Arch Top 
18” x 26” Plate Glass 
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THE GROTE “100” (unlighted) SERIES 




















MODEL SF 174 


A very popular size and design for the 
American home, with its gleaming stainless 
steel mirror: frame that speaks for the 
quality built into this Grote cabinet. Widely 
used in apartments, institutions and homes 
because it combines popular size and 
economy. 


See page 14 for details on specifications. 


MODEL MC 172 


The clean lines of this venetian plate glass 
mirror will enhance bathroom surroundings. 
Designed to fit any style architecture or 
bathroom design, it offers quality construc- 


tion and genuine economy. 





“MC 172 


odel 
MC - 174 16” x 24” Plate Glass Venetian Arch Top 
MC - 172 16” x 22” Plate Glass Venetian Rectangular 
SF — 174 16” x 24” Plate Glass Framed Arch Top 
SF — 172 16” x 22” Plate Glass Framed Rectangular 


135%” x 193%" x 3%" 

135%” x 1934” x 314” 

135%” x 193%” x 314” 
135%" x 193%" x 314” 







































































Grotz THE GROTE “200” (unlighted) SERIES 


MODEL SF 264 


The model that has repeatedly proven itself 
to be the nation’s number one cabinet, due 
to its popular size, design, construction, and 
price. ) 


See page 14 for details on specifications. 





MODEL SF 262 


Many a fine medium priced home will have 
this number in its bathroom. As modern in 
design as today’s advanced architecture. 
Incorporates all the basic values of the 
higher priced cabinets, yet offers real sav- 
ings and economy. 





Model Number Rough Opening 


SF — 264 16” x 24” Plate Glass Framed Arch Top 13%" x 18%” x 3%” 
SF — 262 16” x 22” Plate Glass Framed Rectangular 131%” x 18%” x 35%” 
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THE GROTE “300” (unlighted) SERIES 

























MODEL SF 362-P 


The combination of good construction, 
beauty, and economy of this model is out- 
standing. Consider the value and low cost of 
this Grote cabinet for you, your dealer and 
his customer. 


See page 14 for details on specifications. 


SF 362-P 


MODEL SF 362 


This model was designed for the low priced 
home and multiple housing projects to give 
them exceptional economy on high grade 
bathroom cabinets. Only Grote can offer 
you this value with a one-piece seamless 
drawn body, and the customary Grote 
accessories and refinements. 


SF 362 
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SF — 362 16” x 22” Window Glass Framed Rectangular 14 EZAS Tix 315% 
SF  - 362-P 16” x 22” Plate Glass Framed Rectangular 14” x18" x34" 






































THE GROTE “400” (unlighted) SERIES 


MODEL SF 440-P 


Design, construction and efficiency are built 
into this Grote quality low cost bathroom 
cabinet. It offers the ultimate in modern 
construction and refinements at a very at- 
tractive price. 


See page 14 for details on specifications. 


SF 440-P 


MODEL WF 420 


Many cabinets have been made for low cost 
housing. None offer the refinements incor- 
porated in this model. Note the one-piece 
seamless drawn body, bullet catch, slotted 
bar door stop, etc. THIS MODEL IS 
YOUR LEADER IN THE HIGHLY | 
COMPETITIVE LOW PRICE FIELD. a 
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SF__— 440 


Rough Opening 
1214” x 1634” x 34” 
124” x 1634” x 34” j 


12%” x 163%” x 34” 








Framed Rectangular 
Framed Rectangular 


White Enameled 
Frame Rectangular 
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GROTE SURFACE TYPE BATHROOM CABINETS 
















MODEL SF 2261 & S 2261 


An outstanding cabinet for surface mount- 
ing. The same Grote quality construction is 
maintained. These cabinets are furnished 
with glass shelves, continuous hinge, bar 
door stop, bullet catch and door bumpers. 
Tooth brush holder furnished on S-2261 and 
SF-2261 models only. 





MODEL SF 0241 & S 0241 






Same type and construction 
as above models, only reduced 
in size. 









SF 0241 


White Enameled Steel 
Stainless Steel , 


White Enameled Steel 
Stainless Steel 















Model Number mene ee Mikrore. i? SF ERS | Body Dimensions (Overall) 
esse 2261 | 16” x 22” Window Glass 1534” x 194” x 414” deep 


16” x 22” Plate Glass 1534” x 1914” x 414” deep 
SS) — 0241 14” x 20” Window Glass 1334” x 18” x 4” deep 
SF — 0241 













































14” x 20” Plate Glass 1334” x 18” x 4” deep 








GROTE SERVICE & SALES AIDS 





GROTE ENGINEERING @ 


The most advanced construction methods are used to produce 
Grote bathroom cabinets. Grote technicians are always on the 
alert to produce the newest types, using the latest methods of fab- 
rication, improved designs, etc., to keep the Grote cabinet line 
ahead of the field in top quality. . 





Y GROTE SERVICE e 


Grote employs a staff of capable technicians, who are specialists 
in their fields, and who are equipped to give you the brand of 
service for which “Grote” is noted. Special orders for cabinets not 
in the catalog, can be serviced by these technicians, and the Grote 
company is well equipped to produce these cabinets for you, 
quickly and economically. 


GROTE SALES HELP @ 


In order to help you sell more Grote cabinets, we offer you the 
following sales and advertising helps— 










NEWSMATS (for newspaper reproduction) 
ELECTROS (for catalogs, house organs, etc.) 
ZINC ETCHING PROOFS (for mimeographing, etc.) 
GROTE CATALOGS (for your better accounts) 
SINGLE PAGE CATALOG SHEETS (for your sales force) 
DIRECT MAIL LITERATURE (for architects, contractors, etc.) 
ENVELOPE STUFFERS (for inserting with your statements) 


PLUS: Plans, presentations, etc., for your sales meetings upon written request. With 


these sales and merchandising aids, your Grote bathroom cabinet line should 
become one of your leading profit items. 
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THE GROTE MFG. CO., INC. 


NO. 100 SERIES 


Bright stainless steel mirror frame or mirror clips. 
Polished plate glass mirror with quality backing to 
insure against silver spoilage. 

Bright chromium plated brass continuous hinge. 
Removable shelf brackets set in recessed standards 
with shelf adjustments one inch apart. 

Bulb edge crystal glass shelves (3 furnished). 
Bright chromium plated spring cushioned round 
bar door stop. 

Beautiful matched moulded plastic razor blade 
disposal box and tooth brush holder for cleanli- 
ness and permanent lustre. 

Complete cabinet made of heavy gauge cold rolled 
steel and finished in a high lustre baked on enamel. 


NO. 300 SERIES 


Bright stainless steel mirror frame or mirror clips 
if desired. 


Polishéd plate or window glass mirror (as speci- 
fied). 
White enameled steel continuous hinge. 


Welded in shelf standards with shelf adjustments 
one and one-eighth inches apart. 


Bulb edge or plate glass shelves (2 furnished). 
Cadmium plated steel flat bar door stop. 

Slot in cabinet body for razor blade disposal. 
Cadmium plated steel tooth brush holder. 


Complete cabinet made of heavy gauge cold rolled 
steel and finished in a high lustre baked on enamel. 





GROTE BATHROOM CABINETS 


NO. 200 SERIES 


Bright stainless steel mirror frame or mirror clips 
if desired. 

Polished plate glass mirror with quality backing 
to insure against silver spoilage. 

White enameled steel continuous hinge. 
Removable shelf brackets set in recessed standards 
with shelf adjustments one inch apart. 

Bulb edge or plate glass shelves (3 furnished). 
Cadmium plated steel flat bar door stop. 
Beautiful matched moulded plastic razor blade 
disposal box and tooth brush holder for cleanli- 
ness and permanent lustre. 

Complete cabinet made of heavy gauge cold rolled 
steel and finished in a high lustre baked on enamel. 


NO. 400 SERIES 


Bright stainless steel or white enameled steel 
mirror frame. 

Polished plate or window glass mirror. 

White enameled steel continuous hinge. 
Removable shelf brackets set in recessed standards 
with shelf adjustments one inch apart in the 
No. 440 models. 

Welded in shelf standards with shelf adjustments 
1% inches apart in the No. 420 models. 

Bulb edge or plate glass shelves (2 furnished). 
Cadmium plated steel flat bar door stop. 

Slot in cabinet body for razor blade disposal. 
Cadmium plated steel tooth brush holder. 
Complete cabinet of medium gauge cold rolled 
steel, finished in high lustre baked on enamel. 
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twin cabinet 





series 


Model TMC-2264 is a spectacular beauty designed for 
the modern bathroom—with or without lavatory cabinets 
or vanities. New, distinctive light gray, hammered finish 
blends with all bathroom color combinations. On each 
side of the center mirror are beautifully designed, re- 
cessed cabinets with 16” x 24” beveled plate glass 
mirrors. With the center mirror, also 16” x 24” in standard 
models, there is a broad expanse of 48” of polished plate 
glass mirror. 


Mirrors are held with mirror clips. Cabinet doors swing 
right and left from the center mirror over deep drawn 
recessed cabinets, each with three adjustable, bulb-edged 
glass shelves that afford generous storage space. Center 
mirror is affixed to the cabinet flanges. 





TMC 2264—Unlighted 


The new Grote Sliding Door Cabinet offers the latest in 
cabinet refinement; affords lasting beauty and utility— 
twice the storage space and twice the mirrored surface 
found in most ordinary cabinets. 


Two 15” x 20” plate glass mirrors slide open at the touch 
of a finger. Inside are two separate, full sized bathroom 
cabinets finished in gleaming white enamel. 








CONSTRUCTION DETAILS 


e Entire cabinet beautifully framed with polished stainless 
steel e Mirror doors are of top quality plate glass with 
stainless steel frames and protected by metal backing e 
Mirror doors slide in corrosion resistant aluminum track 
e 6 adjustable bulb edged glass shelves can be used 














Sliding Door Cabinet 3 on each side or in other combinations e 2 razor blade 
$-600—Unlighted slots e Mirror doors equipped with polished stainless steel 
LS-5600—Fluorescent Side Lights door pulls e 





INSTALLATION 


Both of these models are easily installed. Model TMC-2264 requires 
two rough openings as shown in the accompanying diagram... Sliding 
Door Models require a single opening—see dimensions below. 






18%” 


¢, OPENING 


SiPSE,G I EaleCsAatel OSNas 


pe oe | ee FS 
h |No. | Size | Dimension Dimension Total : 
15"x20" | 30%2"x21%"| 29%4"x20"x3%" kz... 
15"x20” | 30%"x21%"| 29%"x20%"x3 54" zx. 













31%” 







TMC-2264 also available with 
cabinet doors hinged at center 
mirror, swinging inward. Specify 
Cabinet No. TMC-2264-V. 


All GROTE Recessed Cabinets Have These Added Features 


Baked enamel finish on heavy steel body and door « SEALTEX treated before enameling—rust resisting ¢ Top quality plate or window glass 
mirror ¢ Stainless steel mirror frame or non slip mirror clip « Continuous piano type door hinge « Bullet type door catch » Adjustable glass 
shelves « Rubber door bumpers « All models except SF-426 have seamless, deep drawn steel bodies with easy to clean rounded corners. 


Bathroom Cabinet Division 
EFFECTIVE JOBBER PRICE SHEET 


apr. 1, 1954 THE GROTE MANUFACTURING CO., INC. 5403 


GROTE SQUARE, BELLEVUE, KENTUCKY 


FOR USE WITH CATALOG 
NO. 543 


RECESS MODEL BATHROOM CABINETS 


MODEL MIRROR ROUGH OPENING APPROX. LIST JOBBERS 
NUMBER SIZE LIGHTING DOOR STYLE SIZE SH. WT. PRICE NET PRICE 


TWIN CABINETS MODELS — PLATE GLASS MIRRORS 


TMC-2264 3— 16" x 24"| Unlighted Frameless Sees Gatal 70 Lbs. $72.00 $30.78 
TMC-2264-V | 3—16" x 24"| Unlighted Frameless bsp bral 70 Lbs. 72.00 30.78 


Note: Standard center mirror furnished with twin cabinet is 16" x 24". For wider center mirror ADD to NET PRICES — Mirrors up to 20" 
wide $3.85; Mirrors up to 24" wide $8.95; Mirrors up to 30" wide $10.22; Mirrors up to 36" wide $12.82; Mirrors up to 42" wide 
$15.39. ADD to LIST PRICES — Mirrors up to 20'' wide $9.00; Mirrors up to 24" wide $4@@, Mirrors up to 30" wide $24.00; Mirrors 















up to 36" wide $30.00; Mirrors up to 42" wide $43.00. 21.00 
SLIDING DOOR MODELS — PLATE GLASS MIRRORS 
S-600 x 20"|Unlighted Stainless Steel Frame | 293g" x 20" x 354" $54.95 
LS-5600 x 20"|Fluorescent Lighted | Stainless Steel Frame | 2932" x 2034" x 354" 87.95 
STOR-IN-DOOR MODELS — PLATE GLASS MIRRORS 
Fluorescent Lighted | Frameless 21" x 1634" x 354" | 47 Lbs. $87.95 $37.60 
Fluorescent Lighted | Frameless 137%" x 1954"" x 35" | 38 Lbs. 68.20 29.16 
Incandescent Lighted | Frameless 134%" x 1954" x 354" | 37 Lbs. 57.10 24.41 
Unlighted Frameless 13%" x 18%" x 35" | 27 Lbs. 30.70 13.12 
Fluorescent Lighted Stainless Steel Frame | 13%" x 1954" x 354g" | 37 Lbs. 54.95 23.49 
Stainless Steel Frame | 13%" x 18%" x 354" | 27 Lbs. 24.95 10.67 
Stainless Steel Frame | 12!4" x 163%" x 344" | 19 Lbs. 16.50 7.05 
Fluorescent Lighted | Frameless 354" 45 Lbs. $74.00 





Incandescent Lighted | Frameless 354" 41 Lbs. 65.00 
Unlighted Frameless 354" 33 Lbs. 36.90 
Fluorescent Lighted Frameless 354" 48 Lbs. 68.50 
Unlighted Frameless 354" 36 Lbs. 31.95 
Fluorescent Lighted | Stainless Steel Frame 3/4 354" 40 Lbs. 69.90 
Incandescent Lighted | Stainless Steel Frame 38 Lbs. 60.80 
Unlighted Stainless Steel Frame 32.60 








13%," 

137%" 

Unlighted Frameless 13%" 
Fluorescent Lighted | Stainless Steel Frame | 137" 
Steel Frame | 137%" 

Unlighted Stainless Steel Frame | 137" 
Unlighted Stainless Steel Frame | 1354" 


Fluorescent Lighted Frameless 1354" 
LSF-5374 Fluorescent Lighted Stainless Steel Frame | 1354" 
SF-374 Unlighted Stainless Steel Frame | 135" 
LSF-5364 Fluorescent Lighted Stainless Steel Frame | 14" 
Incandescent Lighted | Frameless 14" 
Unlighted Frameless 14" 
Incandescent Lighted | Stainless Steel Frame | 14" 
Unlighted Stainless Steel Frame | 14" 
Incandescent Lighted | Stainless Steel Frame | 14" 
Unlighted Stainless Steel Frame | 14" 


SERIES 300 —- WINDOW GLASS MIRRORS 


Toei 22 i Stainless Steel Frame| 14" x 18" x 3!" 
16m x7 225, Stainless Steel Frame | 14" x 18" x 3!" 
16" x 24" |Unlighted Stainless Steel Frame | 1354" x 1934" x 31," 











Mert: 3 E36 



















1214" x 17Ye" x 31/2" 
1214" x 1634" x 31" 


SERIES 400 — WINDOW GLASS MIRRORS 


SF-446 14"' x 20" | Unlighted Stainless Steel Frame | 12'4" x 1634" x 3!" 
SF-426 14° «x, 20" Unlighted Stainless Steel Frame | 12'4" x 1634" x 3!/." 


NOTE: LSF-444 Furnished with two T-10, 40W bulbs. No shades are required. 
* Not shown or listed in Catalog 543. Cabinets are identical in size to "362" cabinets. Mirrors have arched instead of rectangular top. 


PLEASE SEE REVERSE SIDE OF THIS SHEET 






2! Lbs. $28.08 $12.00 
18 Lbs. 14.30 6.11 


15 Lbs. $12.00 
15 Lbs. 10.60 


Stainless Steel Frame 















JOBBER PRICE SHEET 


5403 
WALL HUNG MIRRORS 


All wall hung mirror shipments F. O. B. Bellevue, Kentucky 


MODEL MIRROR MIRROR APPROX. 
NUMBER SIZE TOP STYLE SH. WT. 

























Arched Stainless Steel Frame 
Arched Stainless Steel Frame 
Rectangular Stainless Steel Frame 
Rectangular Stainless Steel Frame 






GROTE FARI-CHROME BATHROOM ACCESSORIES 
All bathroom accessory shipments F. O. B. Seymour, Indiana 


MODEL 
NUMBER DUE?S Cart Pl (sOrN 


3000 *Display Panel with Accessories 3010, 3014, 3015, 3017, 3018, 3020, 3022, 3027, 3006, 3128, 3129, 3030... | $48.30 © 


















3010 Scap Holder, (withoutydralnyaaue s aoe tchaa « Air tees 5... calkrs a Covers, gigi RG isle a ae RUMOR ih ROIOGIe Seana ee eee 1.78 
3010*'| Soap Holder (with-drain) “Qleti vo nnseste chs 4.5 eee ides ote ao oe prea seamed fy rede 1.87 
3014 Tumbler Holder’. 3.2 J) i Seoe eerae ot chet ite: mate ko SS OAs Cie aa ee ik RRR eee A eh ee 1.87 
3015 TumBlergand: Toothbrush. olde mers. teereaie tec. eee lc,» x wa < Gt ha yl Pe ahe Sean oer Papas PaO PC am ce 1.78 
3017. 1 Papers Holder. (with) patented irmetal roller) \.5 2.2 5 <)> ~ seven oh <Tagnn Delapeetlnetnts aes Sin bails eet ae eee sees 3.35 
3017 Papersholder (with wooden. rover) oi. terns cs ccc cs tec ce cacis coke eae Ce eens stn the tee ree cet ee 2.62 
3018 Removable: Glass. Shelf (Sa tana) ete ec ean scale. hecesi eee aa ties to ee er nen ke tn ne 3.81 
3018 Removablar Glass: Shaifd (24° long) wee Weg cc bs. os «i. 3 2d Geet eames ote Rb aol ated Ae 4.02 
3018 Removable: Glass Shelf }(30" long piace. ei. sa: « 5.cice n= che hei ek Me ete enna ots mala ie ed 4.28 
3019 Towel: Bar — 34" sqitaresmetal (18) long] fa 85 ii. as. os sacs cB ea tee ke One cme ae eee gpa “Ms 3.81 
3019 Towel: Bati—= 94" squiarenmotaly 424) 1066 bir. eck i3' 6s, Sic: cy chee tw a coe ea eeks Oak eek ah en an Re 4.12 
3019 Towel: Bar—=34"" squarwarpetalats0c, 1Ong Nie. se% eb « wm cxnesl Seed atabes « Us he meic/s eae eee Re 4.45 
3020 Towel: Bar —< '/s":square= metal GL Gr leg Pig cack, ak wees ale ES Piped ie tis oct ate 5 othe o IRCUTR eI een ae 3.30 
3020 Towel: Bar — 5" squarecmertaud 2 tn Onc ters eae os cise vated cht) eh bah hate dain Oe Baas, Ga 3.60 
3020 Towel (Bap )/o 1 square meals ta ANTS bt aes oh con ah: > vaspitacichsssbertanl aetltin ueaaclos in ea iuameba eda na staked math ated opal: 3.91 
3021 Grabi Bar —'/p" square metalaye lOngy Le eeek bo .e ssc) os Sa bile dee peyote kdeualls & eens © ee 2.97 
3022 Grab’ Bar — %,"" square*metal (9) long} 38036... Ss ee, Pe ee eee 3.49 
3023 Soap Holder and Grab Bar —!/2" square metal (9° long) Horizontal Mount ...................-.0000-. 4.75 
3027 SinglegRobe: Hook, :aoeye Go euens. = eet eer? tok. ash ib Lal pli s eactueg Med 641s eco 0 ak Sree egene ee Ret os RR cd 1.10 





HI-DIT RECESSED LAVATORY UNITS 


3005 Removable Soap Tray and Tumbler Holder (includes tumbler) .................. 00000 c cece eee eeeeee $13.95 $5.97 
3006 Removable Soap Tray — Tumbler Holder (includes tumbler) ................0. 00 ccc cc cece ee cece eee 13.95 5.97 


GROTE FARI-CHROME RECESSED BATHROOM ACCESSORIES 


3128 Paper Holder (with patented metal roller) 

3128 Paper Holder (with wooden roller) 

3129 Soap Holder with removable soap tray 

3130 Grab Bar-Soap Holder with removable soap tray 
3131 Tumbler Holder (3129 less soap tray) 








WHEN ORDERING GROTE BATHROOM ACCESSORIES ALWAYS SPECIFY: wood or masonry mounting °* the length of glass 


shelves * the length and size of towel bars * the size of grab bars * drain holes for soap holders if desired. 
CHROME ROLLERS will be furnished with paper holders unless wood is specified. 


* Display Panel 3000 is supplied at no extra charge. Items mounted on Display Panel are billed at regular piece prices. 


IMPORTANT 


LEFT SIDE HINGED DOORS — Available at additional cost per cabinet of $7.50 List; $3.21 Net. Doors hinged on left side are avail- 
able only on 100, 200 and 300 series cabinets. 

FLUORESCENT LIGHTED CABINET prices include two T-12, 14 watt fluorescent tukes. 

INCANDESCENT LIGHTED CABINET prices include shades but no light bulbs. 

FLUORESCENT TUBES AND INCANDESCENT BULBS are not available from factory. 

SHADES FOR INCANDESCENT LIGHTED CABINETS are available in pairs only — 13" — $1.50 net per pair; 7 — $1.25 net per pair. 

LIGHTED CABINETS are equipped with single switch and convenience outlet. 


FREIGHT ALLOWANCE — all shipments F. O. B. Bellevue, Kentucky. Freight not exceeding $1.00 per cwt. will be allowed on shipments 
of 6 or more recess cabinets from Bellevue, Kentucky. Replacement Parts F. O. B. Bellevue, Kentucky. 


TERMS —2% 10th and 25th, net 30 days. Prices subject to change without notice. 


DO NOT return merchandise without written permission to do so. Unauthorized return shipments will be refused by our receiving 
department. 


POSSESSION of this price sheet or our catalog is not to be considered as an offer to sell. 


THE GROTE MANUFACTURING CO., INC. 


BELLEVUE, KENTUCKY 


Printed in the U. S. A. 


Bathroom Cabinet Division 
EFFECTIVE DEALER PRICE 


aprit 1, 1954 THE GROTE MANUFACTURING CO., INC. SHEET 


GROTE SQUARE, BELLEVUE, KENTUCKY 5403-D 


RECESS MODEL BATHROOM CABINETS FOR Bee Wit eataiee 


MODEL MIRROR ROUGH OPENING APPROX. LIST 
NUMBER SIZE LIGHTING DOOR STYLE SIZE SH. WT. PRICE 


TWIN CABINETS MODELS — PLATE GLASS MIRRORS 


TMC-2264 3— 16" x 24"| Unlighted Frameless See Catal 70 Lbs. $72.00 
TMC-2264-V 3— 16" x 24"| Unlighted Frameless we ae 70 Lbs. 72.00 


Note: Standard center mirror furnished with twin cabinet is 16" x 24". For wider center mirror ADD to LIST PRICES — 
Mirrors up to 20" wide $9.00; Mirrors up to 24" wide $4s@@; Mirrors up to 30" wide $24.00; Mirrors up to 36" 
wide $30.00; Mirrors up to 42" wide $43.00. 21.00 


SLIDING DOOR MODELS — PLATE GLASS MIRRORS 










S-600 2— 15"' x 20"| Unlighted Stainless Steel Frame| 2934" x 20" x 3%" | 45 Lbs. $54.95 
LS-5600 2— 15" x 20"|Fluorescent Lighted | Stainless Steel Frame | 2936" x 2034" x 354" | 50 Lbs. 87.95 





Fluorescent Lighted Frameless 
Fluorescent Lighted | Frameless 
Incandescent Lighted | Frameless 


Unlighted Frameless 

Fluorescent Lighted | Stainless Steel Frame 
Unlighted Stainless Steel Frame 
Unlighted Stainless Steel Frame 








Fluorescent Lighted | Frameless 16" x 21%" x 35%" 45 Lbs. $74.00 
Incandescent Lighted | Frameless 16" x 2134" x 35%" 41 Lbs. 65.00 
Unlighted ‘| Frameless 16" x 21" x 3%" 33 Lbs. 36.90 
Fluorescent Lighted Frameless 21" x 1634" x 354" 48 Lbs. 68.50 
Unlighted Frameless Of x 16 rea den 36 Lbs. 31.95 
Fluorescent Lighted | Stainless Steel Frame 16" x 2134" x 354" 40 Lbs. 69.90 
Incandescent Lighted | Stainless Steel Frame 16" x 2134" x 334" 38 Lbs. 60.80 
Unlighted Stainless Steel Frame| 16" x 21" x 354" 32 Lbs. 32.60 








Fluorescent Lighted Frameless 
Incandescent Lighted | Frameless 
Unlighted Frameless 
Fluorescent Lighted Stainless Steel Frame 
Incandescent Lighted | Stainless Steel Frame 
Unlighted Stainless Steel Frame 
Unlighted Stainless Steel Frame 



























Frameless 
Stainless Steel Frame 
Unlighted Stainless Steel Frame 
Fluorescent Lighted Stainless Steel Frame 
Incandescent Lighted | Frameless 

Unlighted Frameless 

Incandescent Lighted | Stainless Steel Frame 
Unlighted Stainless Stee! Frame 
Incandescent Lighted | Stainless Steel Frame 
Unlighted Stainless Steel Frame 


Fluorescent Lighted 
Fluorescent Lighted 












LSF-5374 
SF-374 
LSF-5364 















































14" x 18" x 31/9" 
16" x 22" | Unlighted Stainless Steel Frame| 14" x 18" x 3!" 
16" x 24" | Unlighted Stainless Steel Frame| 1354" x 1936" x 3!/2" 


SERIES 400 — PLATE GLASS MIRRORS 
LSF-444 14" x 20" |Incandescent Lighted | Stainless Steel Frame 12/4" x 17g" x 32" | 21 Lbs. $28.08 
SF-444 14" x 20" Unlighted Stainless Steel Frame| 12'/4" x 163" x 3/2" | 18 Lbs. 14.30 
SERIES. 400 — WINDOW GLASS MIRRORS 
SF-446 14" x 20" Unlighted 124" x 163%" x 31/7." 
SF-426 14" x 20" Unlighted 


16" x 22" | Unlighted Stainless Steel Frame 



















Stainless Steel Frame 
Stainless Steel Frame 









1214" x 1634" x 3!" 


NOTE: LSF-444 Furnished with two T-10, 40W bulbs. No shades are required. 
* Not shown or listed in Catalog 543. Cabinets are identical in size to 362" cabinets. Mirrors have arched instead 


of rectangular top. 


PLEASE SEZ REVERSE SIDE OF THIS SHEET 


DEALER PRICE SHEET 


WALL HUNG MIRRORS 5403-D 


MIRROR piel APPROX. 
SIZE STYLE SH. WT. 







MODEL 
NUMBER 


















Arched Stainless Steel Frame 
Arched Stainless Steel Frame 
Rectangular Stainless Steel Frame 
Rectangular Stainless Steel Frame 







GROTE FARI-CHROME BATHROOM ACCESSORIES 


MODEL 
NUMBER DESCRIPTION 


3000 *Display Panel with Accessories 3010, 3014, 3015, 3017, 3018, 3020, 3022, 3027, 3006, 3128, 3129, 3030... 
3010 Scan’ Holden: (without:drain) 2:25 )/ais jaw donee aqoeet Aas ose oan ew ie Non siahs MeG La alee, are 


3010° ‘}'Soap: Halder st with! drain}? oo... 5% aos RRR A Re osc ole ai 
3014 Tumbler) Polder ss ces. vitnctiahe << mop eter erred AS Cee ee ene ene eee a ate te cca s tiene 2 RI et ree 
3015 Tambien ‘and ‘Toothbrush irold ers sca coca, wi tiee hg cage nel $e iB iakek A Re ee ap aes eeu dy  CUNEh lae caerey ae 
3017 Papor Holdér (with: patented : metal ‘roller) 26) eevee nies oe oa Se ie hie ew ee TAY Ed 
3017 Paper Holder*(with wooden, rollet): ciuac tek as een Aa ae ee Baa elo ona tip te eae a Nee. a 


3018 RemovablesolasssShelts 016: long ) ihe dh svnata ts cthackes Gules nis belgttcaeand 2 dds aise ee Mee ce es Oe a 
3018 RemovableGiace Shelf (240 Tong )i 8255 haiehine so Aa tints Ee aot Gauls dla tei OA Re 6 hk eae 


3018 Removable? GlasstShelf £30" long} i. )c s Fee ba SE Ay a oh Beton ee 
3019,” | Towel! Bar. ==34 squere ‘smetale (18) long) Seis SO LU ic, Leo is Pe Bs 
3019 Towel Bar— 34 square metal (24 long). nc. : Viacawie cas <u tence lcs sos nk dante ete putin In Peso lw pontine se al Se 


3019=)| Towel Bar—34"ssquate ‘metal. (30 long) idk cele dbel ty, Sos 8 MSY Sal ass Sadinteid bane Care amt. Wee ens ee 
3020 |b Towel ‘Bar'—-/4. square; metal (18. long) iis sce re te wana kee woe Pee ae Steet ere: Se 


3020 Towel, Bar—-'4': square qmetal. (24 long) occ akc. scan ssinke be tales cach siseunebek wok ae Je Meh mannan 
3020 Towel:Bar,—- 5" isquare: metals. (30°%) long) .io85 esate wa ea Sched be dos Senge! pe Seales eas Raa aE ee 
3021 Grab'Bar — V/s" /equare metal (My long} eas cake pW eae VO Res DE OB Ee 
3022 Grab Bar — 34’, savatecmotal (2s long piss cath eee ws tid os weir sia ie close ow Ce pce ia oe 
3023 Soap Holder and Grab Bar —!/)" square metal (9° long) Horizontal Mount ......................00005 
3027 Singles Robe Hookie aware ae tracey Mee UN, fon eae PNET te ae oral on ak Pe | IT calla ee cr 


Removable Soap Tray and Tumbler Holder (includes tumbler) 


Removable Soap Tray — Tumbler Holder (includes tumbler) 








Paper’ Holder. (withipatentadametal:rolian) 3). 338)" ectetsadek wide byaiete 24.2 eu cieis gah oe) bed Ge 
Paper: Holder’). (withawoodensrollan) he mrnnris hatin chilies banler cs cs nate sO MRA. tee ee tener 
Soap’ Holder: with. removabre Soap rage: «coe sects iey Via cl oe eins RCE Se ROL ro. Gh ei: ae 
Grab Bar-Soap Holder with removable soap tray 
Tunibler Holder’ (3429 -lacstoanstray peren y te rei ee eR a irl Caneel or ee see 












WHEN ORDERING GROTE BATHROOM ACCESSORIES ALWAYS SPECIFY: wood or masonry mounting © the 
length of glass shelves * the length and size of towel bars * the size of grab bars © drain holes for soap holders 
if desired. 


CHROME ROLLERS will be furnished with paper holders unless wood is specified. 
* Display Panel 3000 is supplied at no extra charge. Items mounted on Display Panel are billed at regular piece prices. 










IMPORTANT 


LEFT SIDE HINGED DOORS — Available at additional cost per cabinet of $7.50 List. Doors hinged on left side are 
available only on 100, 200 and 300 series cabinets. 


FLUORESCENT LIGHTED CABINET prices include two T-12, 14 watt fluorescent tubes. 

INCANDESCENT LIGHTED CABINET prices include shades but no light bulbs. 

FLUORESCENT TUBES AND INCANDESCENT BULBS are not available from factory. 

SHADES FOR INCANDESCENT LIGHTED CABINETS are available in pairs only: 13''— $3.50 net per pair; 7" — $2.93 
net per pair. 

LIGHTED CABINETS are equipped with single switch and convenience outlet. 

FREIGHT ALLOWANCE —all shipments F. O. B. 


DO NOT return merchandise without written permission to do so. Unauthorized return shipments will be refused by our 
receiving department. 


POSSESSION of this price sheet or our catalog is not to be considered as an offer to sell. 


THE GROTE MANUFACTURING CO., INC. 


BELLEVUE, KENTUCKY 


Printed in the U. S. A. 


CL-5199—Fluorescent Lights 
Beveled Plate Glass Mirror 








Sa te door 





CL-5264—Fluorescent Lights 
Beveled Plate Glass Mirror 


SD-440 


e Top quality plate 
glass mirrors « Stain- 
less steel frame e 
White baked enamel 
finish e Continuous, 
white enameled, piano 
type hinge e Nickel 
plated, flat bar door 
stop e Bulb edge 
glass shelves e Razor 
blade slot e 


$D-440—Unlighted 
Framed Plate Glass Mirror 






















series 


A double duty cabinet in a single space! The Grote "'Stor- 
in-door’” has generous storage space inside the cabinet 
PLUS 4 shelves in the door for those small items that 
are so easily mislaid. Almost twice as much usable shelf 
space—and every item is in front and at finger-tip reach. 


CONSTRUCTION DETAILS 


e Top quality plate glass mirrors « Door interiors finished 
in light gray, hammered enamel e Body surfaces fin- 
ished in white baked enamel e Continuous, chromium 
plated, piano type hinge e Chromium plated, round bar, 
spring cushioned door stop e Bulb edge glass shelves e 
Razor blade slot e Fluorescent light fixtures on Cabinets 
CL-5199 and CL-5264 have chrome plated end caps and 
reflectors e Cabinets LSD-5264, SD-264 and SD-440 
white enamel finish e Fluorescent light fixtures on Cabinet 
LSD-5264 has chrome plated end caps and white enamel 
reflectors 








LSD-5264—Fluorescent Lights 
SD-264—Unlighted 
Framed Plate Glass Mirrors 


CL-264—Incandescent Lights 
CL-264—Unlighted 
Beveled Plate Glass Mirrors 





S-Pr EP CalsrelsGe Agel O2NbS 














MIRROR 
MOUNTING 


20"x20” | Frameless | 21”"x16%"x3%" 2-Body 

4-Door 

14”x22” | Frameless | 137"x19%"x3 %" 3-Body 

4-Door 

-Door 

C-264 Vio 13 %e"x18 Ze"x3 ¥a" vane 
oor 


MIRROR SIZE ROUGH OPENING SHELVES 


TAO es pecinlessMeT 7.1954 nasa eee 
Biome 4-Door 

14"x 24" 13 %e"x18%e"x3 5%" 3-Body 
rame 4-Door 

12"x20" 12%"x16%"x3 2" | 2-Body 


* Door facing on Cabinets CL-5199, CL-5264, CL-264 and C-264 has chrome finish; on Cabinets LSD-5264, SD-264 and SD-440 has white enamel finish. 


All GROTE Recessed Cabinets Have These Added Features 


Baked enamel finish on heavy steel body and door « SEALTEX treated before enameling—rust resisting » Top quality plate or window glass 
mirror « Stainless steel mirror frame or non slip mirror clip ¢ Continuous piano type door hinge « Bullet type door catch » Adjustable glass 
shelves » Rubber door bumpers « All models except SF-426 have seamless, deep drawn steel bodies with easy to clean rounded corners. 


aristocrat 





series 100 


These cabinets were especially designed for the home 
where good taste predominates—for the buyer with 
discriminating preference. Roomy convenience and sim- 
plicity of design combine with all of the extra quality 
features expected of the Grote line to make this series 
the choice for the fine bathroom. 


Chrome and mirrored surfaces are skillfully blended to 
harmonize expertly with any bathroom decorative scheme. 


CONSTRUCTION DETAILS 


e Top quality plate glass mirrors e Door interior finished 
in light gray hammered enamel e Body surfaces finished 
in white baked enamel e Continuous chromium plated, 
piano type hinge e Chromium plated round bar, spring 
cushioned door stop e Bulb edged glass shelves e¢ Razor 





| = tc-5190—Fluorescent Lights blade slot e Plastic toothbrush holder e Fluorescent light 


MC-190—Unlighted fixtures have chrome plated end caps and reflectors e 
Beveled Plate Glass Mirrors 




















LMC-5189—Fluorescent Lights LSF-5186—Fluorescent Lights LSF-186—Incandescent Lights 
Beveled Plate Glass Mirror Framed Plate Glass Mirror SF-186—Unlighted 
Framed Plate Glass Mirrors 





SPECIFICATIONS 


moon wo | "BE | wis | sown rome | me 
SIZE MOUNTING ROUGH OPENING SHELVES 
x22" | Froncies | 2inIsH™OM” |__| 
18”x26” 167x214 "x35" 
137526" onan | 3 
Leex2Ou 16”x21%”"x3%” Ber | 


All GROTE Recessed Cabinets Have These Added Features 


Baked enamel finish on heavy steel body and door » SEALTEX treated before enameling—rust resisting » Top quality plate or window glass 
mirror « Stainless steel mirror frame or non slip mirror clip « Continuous piano type door hinge « Bullet type door catch « Adjustable glass 
shelves « Rubber door bumpers « All models except SF-426 have seamless, deep drawn steel bodies with easy to clean rounded corners. 



















LMC-189—Incandescent Lights 
MC-189—Unlighted 
Beveled Plate Glass Mirrors 





/ 


deluxe 





series 200 


Modern design, sturdy construction and popular size make 
this cabinet series the nation’s number one seller. Embodies 
all of the quality features, accessories and conveniences 
of the Grote cabinet line. 


These cabinets were designed especially for the moder- 
ately priced home. 


CONSTRUCTION DETAILS 


e Top quality plate glass mirrors e White baked enamel 
finish on both bodies and door interiors e Continuous 
white enamel, piano type hinge e Chromium plated round 
bar, spring cushioned door stop e Bulb edged glass 
shelves e Razor blade slot e Plastic Toothbrush holder e 
Fluorescent light fixtures have chrome plated end caps and 
reflectors e 








LSF-5264—Fluorescent Lights 
Framed Plate Glass Mirrors 











LMC-264—Incandescent Lights 


LSF-264—Incandescent Lights LMC-5264—Fluorescent Lights MC-264—Unlighted 
SHELVES 
3 


Framed Plate Glass Mirror Beveled Plate Glass Mirror Beveled Plate Glosei Mirrors 





SPECIFICATIONS 


ae 
SIZE MOUNTING ROUGH OPENING 

e758" —— 
jerze | Fromeles | 19% "19 OH" 





















SF-264—Unlighted 
Framed Plate Glass Mirror 


All GROTE Recessed Cabinets Have These Added Features 


Baked enamel finish on heavy steel body and door « SEALTEX treated before enameling—rust resisting ¢ Top quality plate or window glass 
mirror e Stainless steel mirror frame or non slip mirror clip « Continuous piano type door hinge ¢ Bullet type door catch » Adjustable glass 
shelves « Rubber door bumpers « All models except SF-426 have seamless, deep drawn steel bodies with easy to clean rounded corners. 





LSF-5374—Fluorescent Lights 
Framed Plate Glass Mirror 


LMC-5374—Fluorescent Lights 


Beveled Plate Glass Mirror 





quality 





series 300 


Distinctively styled for those home owners desirous of 
installing the best in lower priced bathroom equipment. 
These cabinets are tops in beauty, design and convenience; 
known and preferred for quality of material and workman- 
ship—the leaders of the field. 


CONSTRUCTION DETAILS 


e Top quality plate and window glass mirrors—as 
noted e White, baked enamel finish on both bodies and 
door interiors e Continuous, white enameled, piano type 
hinge e Chromium plated, round bar door stop e Bulb 
edged glass shelves e Razor blade slot e Plastic tooth- 
brush holder e Fluorescent light fixtures have chrome 
plated end caps and white baked enamel reflectors « 








LSF-5364—Fluorescent Lights 
Framed Plate Glass Mirror 











\% 


LMC-362—Incandescent Lights SF-374—Unlighted 
MC-362—Unlighted Framed Plate Glass Mirror 
Beveled Plate Glass Mirrors SF-375—Unlighted 


Framed Window Glass Mirror 








LSF-362—Incandescent Lights 
SF-362—Unlighted 
Framed Plate Glass Mirrors 


SF-365—Unlighted 
Framed Window Glass Mirror 





SP E-CT Fal -G AST} OSNSS 


com" | S| ee ee 
SIZE MOUNTING ROUGH OPENING SHELVES 
16"x22” 14”x183%4 "x32" 
16"x22” 14"x18%"x3%" | 2 
16x22” 14x18"x3¥2" 
16”x22” 14”x18x3V2” 




















All GROTE Recessed Cabinets Have These Added Features 


Baked enamel finish on heavy steel body and door ¢ SEALTEX treated before enameling—rust resisting » Top quality plate or window glass 
mirror ¢ Stainless steel mirror frame or non slip mirror clip ¢ Continuous piano type door hinge « Bullet type door catch « Adjustable glass 
shelves « Rubber door bumpers « All models except SF-426 have seamless, deep drawn steel bodies with easy to clean rounded corners. 


standard 








series 400 


Here is a complete line of low cost, high value bathroom 
cabinets. Produced by the same craftsmen and with the 
same care as our deluxe lines, these cabinets are at- 
tractively designed and well constructed. They offer the 
budget buyer many of the quality features and refine- 
ments ordinarily associated only with more expensive 
models. 


CONSTRUCTION DETAILS 


e Top quality plate and window glass mirrors—as noted e 
White baked enamel finish on both bodies and door 
interiors e Continuous white enameled, piano type hinge 
e Nickel plated flat bar door stop e Bulb edged glass 
shelves e Razor blade slot e Light fixtures on LSF-444 are 
die castings finished in lustrous gray hammered enamel e 





ms 


oe LSF-444—Incandescent Lights 
Framed Plate Glass Mirror 








SF-444 SF-446 **SF.426 
Framed Plate Glass Framed Window Glass Framed Window Glass 
Mirror Mirror Mirror 





SoPAEsCrtukel GAsT 1Z0.NS 


Bc ewe 
SIZE MOUNTING ROUGH OPENING SHELVES 
faicnewrane | a 
16”x16” 1356 7x1 936r xa an 


*LSF-444 furnished with two T-10, 40 watt, incandescent bulbs. No 
SFH-270 shades necessary. 


See viges **SF-426 has fabricated body with square welded corners. 







Hotel Model 


Attractive design, 
sturdy construction and 
economical pricing 
make this cabinet the 
choice of modern hotel 
and motel managers. 





Stainless Frame 





Stainless Frame 








All GROTE Recessed Cabinets Have These Added Features 


Baked enamel finish on heavy steel body and door « SEALTEX treated before enameling—rust resisting « Top quality plate or window glass 
mirror e Stainless steel mirror frame or non slip mirror clip ¢ Continuous piano type door hinge + Bullet type door catch « Adjustable glass 
shelves « Rubber door bumpers « All models except SF-426 have seamless, deep drawn steel bodies with easy to clean rounded corners. 


vole 





Grote fluorescent lighted cabinets are complete with The 
NEW DELUXE WARM-WHITE fluorescent tubes for natural 
reflection and even illumination of the entire mirror. They 
provide all of the necessary light for the entire bathroom. 


Fluorescent Fixtures: Furnished complete with starters and 
T-12, 14 watt ‘“Warm-White” tubes. Control switch at 
bottom of left fixture; convenience outlet at bottom of 
right. 


Incandescent Fixtures: Furnished with 13” tubular shades 
but no bulbs. Use of T-8, 40 watt clear bulbs is recom- 
mended. Control switch at bottom of left fixture; con- 


lighted cabinets 


‘wi 





venience outlet at bottom of right. 


Wiring: All of Grote’s lighted cabinets are completely 
wired at the factory and comply with Underwriters 
Laboratories’ Standards. They are shipped ready for 
easy economical installation. 


Installation: Only one connection is required—through the 
knockout box at the top of the cabinet. House wiring 
should be brought into the top center of the wall opening 
provided for the cabinet; except for the Sliding Door 
Model. Knockout box for this model is located 8 inches 
left of center of rough opening. 


Grote framed wall hung mirrors 

















32-4 Rectangular 32-6 
16”x22” 18x26” 


32-1 Arched 32-3 
16”x24” 14”x20” 


These metal backed mirrors, firmly held in place by a 
polished stainless steel frame, are ideal for hanging on 
any type of wall surface. Especially useful in public wash- 
rooms, hospitals, schools, clubs, hotels or in any other 
location where a bathroom cabinet is not required. 


ALL GROTE MIRRORS HAVE THESE OUTSTANDING FEATURES: 


e Top quality plate glass mirror e SEALTEX treated steel 
backing for rust resistance and bond of baked enamel 
finish e rounded corners—no mitered joints in the frame 
e concealed keyhole, slot type hanger for easy mounting 
e theft proof hanging device if specified e 


Grote Yau-Chrome bathroom accessories 





Send for complete accessories brochure No. W-542. 


THE GROTE MANUFACTURING CO., INC., BELLEVUE, KY. - ESTABLISHED-1901 


75M—543—W_ 


SURFACE MOUNTED ACCESSORIES 
The new Grote line of Bathroom Accessories is designed to keep pace 
with the simplicity, strength and beauty of contemporary architecture. 
Each fixture is made of a zamack metal die casting, hand polished and 
finished with successive coats of copper, nickel and chromium plating for 
lifetime wear and lasting beauty. 


TOWEL: BA Rivet retcrececetatsarntareletineisreletelsvarene ajaleua mie ore stele opel ei etoreucraterate 3019 
Available in 18, 24 and 30 inch lengths. 
REMOVABLES GLASS: SHELF iio taectete nel efetaietretetelenelo MOU RGC CONS 3018 
Available in 18, 24 and 30 inch lengths. 
GRAB BAR....... Y2" square metal bar, 9” long.......------ 3021 
¥%," square metal bar, 9” long.......--+0+- 3022 
PAPERSHOLDER fepeterete terete telat oteielate efoto tet nates etaloneiele terete aie reer 3017 
ROBETH OOK Sie wists, star stot eyorsretetetaiciele aie ioicicters sie oie arelieaia efalere caterers 3027 
SOAPS HOLDER sorrei-ielsreiaicietelaieieters sie BIG OIUIAOGIROE COWIGOn Hoxcadede 3010 
TUMBLERS HOLDER Siete restore tea/ctetereie clei oce Ya iotct= claterere/ocrete oteterep hovers 3014 
TUMBLER AND TOOTHBRUSH HOLDER...................--- 3015 


HI-DIT RECESSED LAVATORY UNITS 


HI-DIT recessed fixtures conceal your family’s toilet articles. Ample room 
for tumbler, toothbrushes and a bath size bar of soap. 

Recessed shell is made of deep drawn brass while the door is made of 
heavy gauge stainless steel. All exterior surfaces are polished chromium, 
interior surface is satin chrome. 


REMOVABLE SOAP TRAY AND TUMBLER HOLDER........... 3005 
REMOVABLE SOAP TRAY—TUMBLER HOLDER............... 3006 


RECESSED ACCESSORIES 
The shells of Grote Fari-Chrome Recessed Accessories are deep drawn 
from one piece of brass. Each is finely polished and heavily chromium 
plated. Removable clear plastic trays are included with the Soap 
Holder and the Soap Holder-Grab Bar for easier cleaning. 


PAPERS HOLDER( 7.47. o's.c ce ccpeicre cls o ainleltiousieteinv are terete erator ote 3128 
SOAP HOLDER (With Removable Soap Tray).......-..+++e200- 3129 
SOAP HOLDER-—-GRAB) BAR Gane pwc es cee cia cteee a oie total enn ate are 3130 
TUMBLER HOLDER|(3:1:29) lass Soapalray)aete eeeeee chines ae 3131 


Lithographed in U.S.A. 








BATHROOM ‘i; CABINETS 
PURPOSE | 


New and different — strikingly attractive to see — convenient 

to use — and sensational in selling value is the new Stor-In-Door* 
feature of bathroom cabinets by Grote. This major improve- 

ment lends greater usefulness to cabinets —twice as much 

useful storage space. 


Another cabinet for the busy bathroom --- spice or extract cabinet 
in the kitchen or pantry --- for the linen and clothes closet --- in the 
laundry, shower room and powder room --- for convenient storage 


in home, shop and office. 


Address Carreapendence to 
52 MARTI BLOG. 
UTIGA 2, N.Y. 


Address Correspondence to 
52 MARTIN BLOG. 
UTICA 2, N.Y. 





MANUFACTURING COMPANY, INC. 


Gimm sale anara |. RET LT eVvVilEe VEW TIC vY 





Shelves recessed inside the door allow more useable storage 
space — every item in the cabinet plainly visible — every 
article conveniently in finger-tip reach. These recessed 
models contain all the distinctive Grote quality features... 
the deep drawn seamless steel bodies with rounded corners, 
the sturdy steel construction with gleaming white baked 
enamel finish, adjustable glass shelves — plus the bonus 
feature of Stor-In-Door® that makes them the finest cabinets 


/and the fastest sellers on the market. 























Recessed Model No. LSD 5264, Fluorescent lighted, 
with Grote Stor-In-Door*, plate glass mirror in stain- 
less steel frame. Three adjustable bulb-edge glass 
shelves. Cabinet is fully wired, ready for installa- 
tion. Also available with incandescent lights. 





All Grote bathroom cabinets for recessed 
installation are made with one-piece, heavy 


steel, seamless bodies and deep flanges. 





The rounded corners are as easy to clean 


as a china dish. Model No. SD 264, recessed type, 
features Grote Stor-In-Door® with stain- 
less steel frame on plate glass mirror. 
Piano-type hinge; adjustable bulb-edge 
shelves. Also furnished with rectangular 


SPECIFICATIONS mirror — SD 440. 


ae 
Arch Top, Plate, 


14" x 24" a Re Fluorescent 13%" x 1954" x 31/2" 
aie re Te" x 996" IA 
14" x 28" faa Nein 177" x 1874" x 35" 
somo forms zo" | Rstense, Baan oe 1244" x 1835" x 3p" 














MIRROR SIZE 


















Sales Representattve 


F. A. McGUIRE 
52 Martin Bldg., 115 Genesee St 
Phone 2-8976 UTICA 2, -N.Y. 





CABINETS 
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TABLETS 








ASPIRIN 








rane 


cei aned 


Drawn, seamless steel 
cabinet with easy-to- 
clean, rounded corners. 
Chrome plated, round 


bar door stop. 


Continuous piano type 
hinge. 


Plus the 


TABLETS th ' ea sitet sini 3 


Ie VVS- UATY 


Moulded plastic tooth- 
brush holder. 


Removable plastic razor 


blade disposal box. 


Adjustable stainless steel 


shelf supports. 


Exclusive 


Atka-Seltzer 





Three bulb-edge plate 


glass shelves. 


Highly polished plate 
glass mirrors guaranteed 
against silver spoilage. 


Plain or engraved. 


Grote 


Gleaming white enamel 
finish, perfectly bonded 
to metal and baked to 
high luster. 


Heavy-duty bullet-type 
door latch. 


Stainless steel mirror 
frames. 





OOK AT THESE SELLING FEATURES OF GROTE Stor-In-Door BATHROOM CABINETS 


Lighted cabinets are 
fully wired at the fac 
tory, ready for econom- 
ical installation — only 
one outlet needed in the 
entire room. 


More shelves and more 
useable convenient shelf 
space. 


Stor-In-Door* Feature 


Crate SURFACE MODEL CABINETS 








Outstanding high-quality construction 
mark these surface type Stor-In-Door* 
cabinets by Grote. Rigidly built steel 
bodies, finished in heavy, baked-on white 
enamel. Sturdy hinges, steel shelves in 
the cabinet and the door afford more 
shelf space and greater convenience. 
Designed for many uses in and out of 
the bathroom. 














i 


No. $D 1200—With arched 
top window glass mirror, 
white enamel frame, two 
shelves in cabinet and 
three shelves in Stor-In- 
Door®. Popular cabinet 
and mirror size. 


No. $D 1300 — Without mirror but with Grote 
Stor-In-Door® feature for convenient use and 
orderly storage of small items in shop, office 
and every room in the house. 


There’s more shelf space 
and double the usefulness 
and convenience in the 
Grote Stor-In-Door™ cabinet. 
Every item is easy to see 
—every article conveni- 
ently in reach. Every box 
and bottle is right there 
' in front for immediate use 
: without fumbling to find it. 


¥e Only Grote makes the Stor-In-Door Cabinet. 
Patent pending. 








QUALITY BUILT SURFACE 
CABINETS 


without 








No. 8117 —A _ quality built, budget priced 
cabinet with rectangular window glass mirror 
in white enameled frame, two shelves, sturdy 
hinges, door bumpers and metal tooth-brush 


holders. 





No. 1000 — This low-priced Grote cabinet 
for surface mounting is finished in gleaming 
white enamel with white frame around sides 
and bottom of arch top, clear, window glass 
mirror. Spring door catch with door bumpers. 








MIRROR SIZE TYPE te] +) Me) 7 4 = 


. lear Window Glass ‘i ss ke 
SD 1200 x Arch Top 1334," x 18" x 3 





SD 1300 None [394> kal Oakes 











Rectangular, White Frame, ss " - 
8117 x Window Glass 11 x 17!/, x 4 








Arch Top, Window Glass 








LITHO U.S. 


CATALOG No. W-542 











THE Crate MANUFACTURING CO., INC. 
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No. 3018 
U. S. PAT. NO. 2506602 


REMOVABLE GLASS SHELF 
18”, 24” OR 30” LONG; 4” WIDE 














Sed | phe 
Wa | 
= nal <t 
TOWEL BAR e %4” SQUARE METAL BAR No. 3019 
TOWEL BAR e 1%” SQUARE METAL BAR No. 3020 

18”, 24” OR 30” LONG 
a b=] 
GRAB BAR e  %” SQUARE METAL BAR No. 3022 
GRAB BAR e %” SQUARE METAL BAR No. 3021 
9” LONG MOUNT VERTICALLY OR HORIZONTALLY 
i, la" 
SS — >) 
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COMBINATION GRAB BAR AND SOAP HOLDER No. 3023 
9” LONG Yo" SQUARE METAL BAR 





PAPER HOLDER No. 3017 

CHROME FINISHED BALL BEARING ROLLER U. S. PAT. NO. 2486607 
f id <a/~< 2 —~> = 
e= =, S—- 
REBT } " 


TUMBLER AND TOOTHBRUSH 





TUMBLER HOLDER No. 3014 HOLDER No. 3015 
tal | 
eae \f \ 

SOAP HOLDER No. 3010 ROBE HOOK No. 3027 


THE Crate 


First with the finest...... 


POLISHED GROTE Aaee-Chrome SURFACE FIXTURES 


SURFACE MOUNTED ACCESSORIES 


Designed to keep pace with the simplicity, 
strength and beauty of contemporary archi- 
tecture, the new GROTE line of Bathroom 
Accessories are the style, as well as the 
quality leaders for value minded buyers. 


Each fixture is made of a Zamack Metal die 
casting, hand polished and finished with suc- 
cessive coats of copper, nickel and chromium 
plating for lifetime wear and lasting beauty. 


All fixtures have been designed for easy 
cleaning and all of the removable tray type 
accessories (soap, tumbler and tumbler-tooth- 
brush holders) are uniquely engineered to 
solve every placement problem common to 
bathrooms having limited space. 


WITH THESE OUTSTANDING FEATURES 


The GROTE line of surface fixtures contains 
many exclusive features for greater versa- 
tility, but at no extra cost to you or to your 
customer. For example: 


The Removable Glass Shelf is held firmly 
» in place by the patented chrome stanchion. 


» 


These and many other features of the com- 
plete line that adds to the convenience and 
safety of every bathroom are resulting in in- 
creasing demands for GROTE Surface 
Mounted Accessories. 


Towel Bars are available in three lengths 
and with either “2” or %4” square rods. 


The Paper Holder’s patented metal ball 
bearing roller assures free and even roll- 
ing of paper and is easily removed for 
refilling. 


EASY TO ORDER — ALWAYS SPECIFY 


wood or masonry mounting 

the length of glass shelves 

the length and size of towel bars 

the size of grab bars 

drain holes for soap holders if desired 


Chrome rollers furnished with paper holders 
unless wood is specified. 


MANUFACTURING CO., INC. 





_...... In BATHROOM ACCESSORIES 


. HI-DIT RECESSED LAVATORY UNITS . . . GROTE Acee—Chromee RECESSED ACCESSORIES 


HI-DIT RECESSED LAVATORY UNITS HI-DIT recessed lavoratory units 


HI-DIT Recessed Units keep everyday toilet 


articles hidden from view when not in use. — 
Enough room is provided inside the HI-DIT to .. —s 
accommodate a bath size bar of soap, a | } If ; i sah habe ted taphibat dala 


(] AND TUMBLER HOLDER 
U.S. PAT. NO. D 164431 


tumbler and four toothbrushes. 










The recessed shell is made of deep drawn No. 3005 
brass while the door is made of heavy gauge i: = 3 
stainless steel. All exterior surfaces are . ‘7 a | — z 


polished chromium, the interior surface is We 
satin chrome. aa 


| = one | 

a =f S| | ' | _ 

Both models feature a full length piano type SO j : @ ‘|| iz 
. | 
| 


hinge on the door and a silent, bullet type a 
door catch with finger tip pull. REMOVABLE SOAP TRAY ii Lt | 
ty OVERALL DIMENSIONS: 738” x 858” TUMBLER HOLDER » i 
WALL OPENING: 614” x 8” x 314” U. S. PAT. APPLIED FOR r so! 
No. 3006 [_ =, 


GROTE Ford Chrome RECESSED ACCESSORIES 


The shells of the GROTE Aare Chrome Re- 
cessed Accessories are deep drawn from 
one piece of brass. Each is finely polished and 
heavily chromium plated. 


PAPER HOLDER 
U. S. PAT. 2486607 
No. 3128 


Removable clear plastic trays are included 
with the Soap Holder and the Soap Holder- 
Grab Bar for easier cleaning. 





The Paper Holder has the patented metal 


ball bearing roller for free and even rolling SOAP HOLDER WITH 


< REMOVABLE SOAP TRAY 








of paper. 
No. 3129 
OVERALL DIMENSIONS: 618” x 64%” 
WALL OPENING: 514” x 514” x 2” 
SQUARE GRAB BAR AND | — ry : 
REMEMBER WHEN ORDERING REMOVABLE SOAP TRAY [ ' 
Always specify wood or masonry mounting. No. 3130 | 
Chrome rollers furnished with paper holder ha 
unless wood is specified. < Saleen a 
ee 
Lom) 
>; =, 
——s : | of ACCESSORY DISPLAY 
ACCESSORY DISPLAY PANEL — La if « PANEL 
No. 3000 


Convenient and attractive exhibit from which ena || JI = 
customers may examine the actual product 
and promptly purchase their requirements. 





BELLEVUE, KENTUCKY 





e SIMPLE 10 


De Pan Nii e SOLVES 





WALL PLATE — WOOD WALL PLATE — MASONRY COMPLETE 





EASY TO REPLACE 


EASY TO REMOVE EASY TO CLEAN 


INSTALL s 


EASY TO CLEAN 
EVERY PLACEMENT PROBLEM 


DESIGNED FOR SIMPLE INSTALLATION 


GROTE surface mounted fixtures are quickly and 
easily installed on either wood or masonry sur- 
faces. Simply mount wall plate at the desired 
location by means of wood screws or masonry lugs, 
slip stanchion over plate and tighten the set screw. 


DESIGNED FOR EASY CLEANING 


GROTE surface mounted tray type accessories 
(soap, tumbler and tumbler-toothbrush holders) 
are designed for easy cleaning. Lift dish from the 
stem, wipe clean with a damp cloth and reseat 
in stem, sparkling and bright as new. 


DESIGNED TO SOLVE PLACEMENT PROBLEMS 


The mounting lug of the tray is so located that the 
tray may be mounted forward, to the right or to 
the left of the stem to solve any placement 
requirement and still provide a sturdy attachment. 


Melal-Chrome SURFACE MOUNTED SERIES FOR BUDGET BUYERS 


HOMES + MOTELS «+ TRAILERS «+ HOUSING PROJECTS 
(Gum) 
09) 
—) ——S 
aia ‘me 
ie 


ECONOMY SERIES DISPLAY PANEL 2000 
This silent salesman provides a convenient and attractive display of 
the actual merchandise. It invites showroom inspection and results in 
the prompt purchase of the customer's requirements. 


im! 
| i 
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tered joints . 


Top quality plate glass mirror . 
resistance and bond of baked enamel finish . . . 
. . concealed keyhole slot type hanger for easy mounting... 


e APARTMENTS + WASHROOMS 
STYLE 2000 ACCESSORIES 

Sturdily constructed of stamped metal and 
heavily chrome plated over brass,these acces- 
sories were designed to meet the demand for 
attractive, economical bathroom fixtures. Easy 
to install with invisible mountings — 
“SCREW-ON” TYPE MOUNTING ONLY. 
2010 . . . SOAP HOLDER 


Specify drain if desired. 

2015 . . . TUMBLER AND TOOTHBRUSH HOLDER 
2027 . . . SINGLE ROBE HOOK 

2017 . . . PAPER HOLDER 

Patented metal ball bearing roller assures 
free and even rolling of paper. Easy to re- 
move. Wood roller furnished only when 
specified. 

2020 . . . METAL TOWEL BAR 

Y2” Square metal bar available in 18”, 24” 
and 30” lengths. Specify length desired. 
2018 . . . REMOVABLE GLASS SHELF 


Shelf is 4” deep. Available in 18”, 24” and 
30” lengths. Specify length desired. 


GROTE WALL HUNG MIRRORS 


These metal backed mirrors firmly held in place by a polished stainless steel 
frame are ideal for hanging on any type of wall surface. Especially useful in 
public washrooms, hospitals, schools, clubs and hotels, or in any other loca- 
tion where a bathroom cabinet is not required. 


GROTE MIRRORS HAVE THESE OUTSTANDING FEATURES: 


. . SEALTEX treated steel backing for rust 
rounded corners—no mi- 


theft proof hanging device furnished if specified. 


32-1 Arched 32-3 
16 x 24 14x 20 


MANUFACTURED BY 


32-4 Rectangular 32-6 
16 x 22 18 x 26 


MANUFACTURING CO., INC. 
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beautifies your bathroom 





Saves Repre SONTATIUE 
Fae: McGUIRE 
92 Martin Bidg., 115 Genesee § 
Phone 2-8976 


Grote stakes its 48-year-old reputation on 
the outstanding quality of the bathroom 
cabinets illustrated and described in this 
catalogue. Styled by forward-looking de- 
signers, fabricated by master craftsmen, 
these cabinets are unquestionably superior, 
price for price, to any others on the market. 


For nearly half a century, ever since 1901, 
The Grote Manufacturing Company has 
been engaged in the production of high 
quality metal specialties. 


With this background, plus the services of 
men who have had long experience in de- 
signing and producing fine bathroom cabi- 
nets, that set entirely new standards in 
beauty, construction, and convenience feat- 
ures. Without doubt, the values offered 
immediately establish Grote Cabinets as 
the leaders in quality construction. 


engineering 


The most advanced construction methods 
are used to produce Grote Bathroom cab- 
inets. Grote technicians are always on the 
alert to produce the newest types, using the 
latest methods of fabrication, improved de- 
signs, etc., to keep the Grote Cabinet line 
ahead of the field in top quality. 


service 


Grote employs a staff of capable techni- 
cians, who are specialists in their fields, and 
who are equipped to give you the brand of 
service for which “Grote” is noted. Special 
orders for cabinets not in the catalog, can 
be serviced by these technicians, and the 
Grote company is well equipped to produce 
these cabinets for you, quickly and econom- 
ically. 


products 


Grote also manufactures a complete line of 
street name signs, highway and street reg- 
ulatory signs, plastic and glass reflectors 
and reflector buttons and automotive ac- 
cessory lighting equipment. 








This huge hydraulic 
press is used to pro- 
duce Grote seamless, 
one-piece cabinet 


bodies. 





Before the finish is applied to the metal, the 
fabricated parts are processed in this wash- 
ing and rust-proofing equipment. 


ee 
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After the finish is applied to the metal bodies, they are con- 
veyed through this especially designed, high temperature 
oven for baked-on enamel finish. 


Grote bathroom cabinets 


construction features 


Grote recessed cabinets are constructed with one Polished Stainless steel frames supplied unless 


piece deep drawn seamless heavy gauge steel 
bodies. Raund corners allow for easy cleaning. 


High lustre baked on white 
enamel finish on all Grote 
cabinets. 


Chromium plated piano type 
hinge furnished for series 100 
model cabinets. White enamel 
continuous type piano hinge 
on other models. 


Bullet. type door catch of 
sturdy construction. 


Shelves are crystal clear bulb 
edge glass, furnished with 2 
or 3 shelves per cabinet de- 
pending upon size. 


Grote lighted cabinets are 
wired at the factory to con- 
form to the Underwriters’ Lab- 
oratories standards. Installa- 
tion is very simple. Wire con- 
nection located at knockout 
box in top: rear side of the 
cabinet. Grote light fixtures 
provide attractive appear- 
ance, sturdiness and utility. 
Illustration shows new one 
piece bright chromium plated 
fixture. 


Light control switch is located at the bottom left- 
hand bracket; convenience outlet in base of 
right-hand bracket for electrical appliances such 


















otherwise specified. White enameled frames fur- 
nished by model specifications. 


Polished high quality plate 
glass mirrors with solid Stain- 
less or white enameled chan- 
neled frames. Mirror clip 
cabinets in the 100, 200 and 
362 series, bevel edged and 
engraved. 


Cabinets equipped with ap- 
proved molded Polystyrene 
tooth brush holder. Smaller 
models have a bright nickel 
plated tooth brush holder. 

a 


Shelf supports recess into side 
of body for eye appeal and 
easy cleaning. Removable 
shelf brackets set in recessed 
standards with shelf adjust- 
ments 1” apart. Welded-in 
shelf standards with shelf ad- 


justments 1%” apart. 


Chromium plated round bar 
door stop with eens com- 
pression spring o ries 100 
models. Round bar and flat 
bar door stops provided on 
other models. 


Series 100 and 200 models are provided with a 
\ molded black Polystyrene razor blade disposal 
box. Smaller models have a razor blade dis- 



































































































































































































as electric razors, vibrators, etc. posal slot. 

. 100 series 200 series 300 series 400 series surface models 
details of construction aristocrat pg. 4 deluxe pg. 5 quality pg. 6 standard pg. 7 budget pg. 8 
SEAMLESS DEEP DRAWN STEEL BODIES e e ®@ 
Grotelight fixtures (incandescent) e ® 
Grotelight fixtures (fluorescent) @ e 
Standard light fixture ® 
Mirror clip models ® e @ 
Stainless steel frames (polished) ry 2 © eo 
White enamel steel frames e 
Polished plate glass mirrors © e e © 
Window glass mirrors when specified - ® e 
Beveled and engraved plate mirrors ® e e -_ 
Beveled and stencilled window glass mirror e 7 
Seamed edged and stencilled mirrors 
Bright chromium plated brass continuous hinge 8 
White enamel steel continuous hinge e bd 2 
Removable shelf brackets—one inch adjust. e bd 
Welded-in shelf standards—1 1g” adjust. e 
Fixed shelf adjustments e 
Bulb edge glass shelves e e e@ e 
Chromium plated brass spring cushion bar door stop e@ 
Chromium plated brass round bar door stop = e 
Nickel plated flat bar door stop _ bet 
Black plastic razor blade disposal box e © 
Black plastic tooth brush holder e e 
Yellow plastic tooth brush holder e bd 
Bullet type door catch e Ld e e 
Heavy gauge cold rolled sheet steel bodies e e hd e bd 
High lustre white baked-on enamel finish e bed e bad bd 
Convenience outlet—lighted models @ e bd bd 
Razor blade slot e ® 








the Grote Manufacturing Co., Inc. ; 


These beautiful cabinets incorporate all of the Grote 
quality construction in sizes popular for the most elabo- 
rate home. Lighted models in this Aristocrat series are 
equipped with the beautiful new one piece Grotelite light 
fixtures which are completely wired at the factory for 
easy installation and to meet Underwriter Laboratories 


Standards. 


Seamless deep drawn bodies finished in high lustre baked- 
on white enamel finish. 


Furnished with stainless frame, mirror clips in plain or 
engraved plate glass. 


Sufficient illumination is provided for the entire bathroom. 


Fluorescent models will be numbered by prefix symbols 
“LSF-1" and “LMC-1." Example: LSF-1-188 is fluorescent 
lighted SF-188. Available on all series “100” February, 
1949. 




















































LMC-188 





LSF-188 LSF-186 
mirror size rough opening 
inches type inches 
18 X 28 Venetian Arch Top 16 X 21% X 3% 
18 X 28 Arch Stainless Frame with 16 X 21% X 3% 
18 X 26 Rectangular Stainless Frame lights 16 X 21% X 3% 
16 X 24 Arch Stainless Frame - 13% X 20% X 3% 
16 X 24 Venetian Arch Top 13% X 20% X 3% 
18 X 28 Venetian Arch Top 16 X 21 X 3% 
18 X 28 Arch Stainless Frame without 16 X 21 X 3% 
18 X 26 Rectangular Stainless Frame lights 16 X 21 X 3% 
16 X 24 Arch Stainless Frame 13% X 19% X 3% 
16 X 24 Venetian Arch Top 13% X 19% X 3% 





Refer to bottom of page three for full details. 








LSF-1-188 


shipping wt. 
pounds 


— |) 


28 
28 


catalog no. 


LMC 188 
LSF-1-188 
LSF 186 
LSF 174 
LMC 174 


MC 188 
SF 188 
SF 186 


SF 174 


MC 174 


koto aristocrat series “100” 


mmm clealyxe series ’’200” 







These cabinets represent the most popular size require- 
ment of the country. Equipped with the new bright chro- 
mium plated one piece Grotelite light fixture, it presents 
all of the refinements of the better type cabinets. 





Embodies all the quality features and accessories in the 
Grote series “100” cabinet line, except that it is smaller 
and minus the chromium plated hinge. Plate mirrors fur- 
nished on all deluxe models. 


Fluorescent models LSF-1—264 and LMC-1—264 available 
February, 1949. 


a dl 


LSF-264 





SF-264 LMC-264 LSF-1-264 


mirror size 
inches 


shipping wt. 
pounds 





rough opening 
inches 
13% X 19% X 3% 
13% X 19% X 3% 











catalog no. 


LMC 264 
LSF-1-264 















Venetian Arch Top 
Arch Stainless Frame 



















13% X 18% X 3% 
13% X 18% X 3% 





without 
lights 


Venetian Arch Top 
Arch Stainless Frame 












SF 264 


Refer to bottom of page three for full details. 


the Gro Manufacturing Co., Inc. —: 


A low cost bathroom cabinet with construction features 
and all the latest refinements, that are usually associated 
with a higher priced product. Frame is of polished stain- 
less steel or you may select the mirror clip models with a 
beveled edged, engraved, plate glass mirror. Window 
glass mirror with etched design and mirror clips also avail- 
able. 


Our modern method of bathroom cabinet lighting is very 
effective. Sufficient illumination is provided for the entire 
bathroom. This effects a substantial saving in installation 
costs since no other outlets are necessary in the average 
size bathroom. The location of the fixtures will not permit 
reflected lighting in the mirror, thus assuring perfect dif- 
fusion of the light rays on the face with resultant better 
reflection. 





LSF-362 








MC-365 LMC-362 SF-362 


mirror size 
inches 


shipping wt. 
pounds 


4x 18%x3%| 







rough opening 
‘ catalog no. 


















LMC 362 
LSF 362 







Rectangular Venetian Plate Glass 





Rectangular Stainless Frame Plate Glass 











































16 X 22 Rectangular Venetian Plate Glass 14X 18X 3% 
VP erie Rectangular Stainless Frame Plate Glass without 14X18X 3% 

16 X 22 Rectangular Venetian Window Glass lights 14X 18X3% ae 
16 X 22 Rectangular Stainless Frame Window Glass 14X18 X 3% 


Refer to bottom of page three for full details. 


quality series 300” 


mmm Standard series “400” 
















For those dwellings with limited wall space, this Grote 
cabinet answers every need for utility and economy. The 
same construction, accessories and refinements, but de- 
signed to meet the specific needs of compact bathrooms. 
The 440 model is furnished only in the 14” x 20” rec- 
tangular mirror shape. Supplied with either the pol- 
ished solid stainless or the white enamel frame or as 
mirror clip with polished plate glass or window glass. 


Furnished with attractive demi-tubular lights when 
specified. 


SF-440 LSF-440 MC-445 


shipping wt. 
pounds 


rough opening 
inches 


mirror size 
inches 









catalog no. 









LMC 440 
LSF 440 









Rectangular Venetian Plate Glass 















Rectangular Stainless Frame Plate Glass 









Rectangular Venetian Plate Glass 
Rectangular Stainless Frame Plate Glass 
Rectangular Venetian Window Glass 
Rectangular Stainless Frame Window Glass 
Rectangular White Frame Window Glass 


















12% X 16% X 3% 
12% X 16% X 32 
12% X 16% X 34 
12% X 16% X 3% 


without 
lights 


14 X 20 
14 X 20 











MC 445 
SF 445 
WF 420 





























Refer to bottom of page three for full details. 


the Grote Manufacturing Co., Inc. 7 


An outstanding cabinet for surface mount- 
ing. The same Grote quality construction 
is maintained. These cabinets are furnished 
with glass shelves, continuous hinge, bar 
door stop, bullet catch and door bump- 
ers. Tooth brush holder furnished on 
SF-2261 model only. 





SF-2261 SF-0241 


shipping wt. 
pounds 


mirror size 
inches 






body size 
inches 










catalog no. 

































Rectangular Stainless Frame Plate Glass 1534 X 19% X 4% SF2226) 
14 X 20 Rectangular Stainless Frame Plate Glass 133%4X18X4% | 15 SF 0241 
14 X 20 Rectangular White Frame Window Glass WF 0241 


13%4 X 18 X 4% 15 


Refer to bottom of page three for full details. 


BELLEVUE, KY. 











Address Correspondence te 
52 MARTIN BLDG, 
UTICA a, N.Y; 


@ ESTABLISHED IN 1901 @® 


